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Steel and Iron, English and Foreign make. 


M. SELIG, JUNIOR, & CO., 
108, QUEEN VICTORIA STREET, LONDON, E.C. 


BLOCK TELEGRAPHS.—TyYEr and Co. 


(late Tyer and Norman), Mechanical and Electrical Tele- 
graph Engineersand Contra@ors, begto inform sei Managers, 
Engineers, Telegraph Superintendents, and others that, in con- 
sequence of the increasing demand for the Self-magnetising 
Sa « Block Instruments, they have secured New and more Commodious 

a Premises, situated No. 4, Old Street, Finsbury (two minutes’ 
wi from Aldersgate Street Station), where they are now prepared to 
fe supply their Improved apparatus upon short notice.—Offices and 
+ Works, No. 4, Old Street, Goswell Road, Finsbury. | ; 


"TIMOTHY MORRIS, Patentee and Manu- 


facturer of all kinds of Electric, Magnetic, Galvanic, Electro- 

Magnetic, Magneto-Eleétric, and Thermo-Eleétric Apparatus, 

“f 3 and 4, Market Street, Coleshill Street, Birmingham. Lightning 
3 Conductors Made and Fixed on the most Improved Principles. 


aa OBERTSON, Brooman, and Co. (established 
À 50 years) continue to obtain Patents for Inventions. Pam- 


phlet, containing special advice, gratis or by post.—166, Fleet 
Street, London. | 


TO INVENTORS. 


Aessrs. BREWER and JENSEN, British, 

cs Foreign, and Colonial Patent Agents, give prompt personal 
2; fs attention to all matters entrusted to them.—Offce for Patents, 

“ 89, Chancery Lane, W.C. Established 1844. 

The MODEL ELECTRICTELEGRAPH 


(Strongly recommended.)—Single Needle Instrument, with 
alphabet on dial, polished mahogany stand, continuous battery, 
keys, conncéing wires, line wire, and instructions, packed in box 
ae complete, post free, 36 stamps. ‘A real working model, well 
LL: got up.”—English Mechanic.—J. Theobald and Co., 20, Church 
ot Street, Kensington, London, W. | | 


bes ~” Instruments, Batteries, Induction and Medical Coils, Elec- 

4 tric Bells, Indicators, Clocks, Gas Balloons, Telescopes, Micro- 
: scopes, Opera Glasses, Barometers, Thermometers, Hydrometers, 
Mathematical Instruments, Spectacles, &c., &c. The Patent Gas 
Engine, to 2 horse-power. Two stamps, novelty list included.— 
Telegraph Works, Brighton. 


“ . TO CABLE MANUFACTURERS AND OTHERS. 
e ‘The Advertiser, well educated, has been on 
te several Cable Expeditions, and has had four years’ ex- 


Bi perience in Cable Testing, is desirous of an Engagement at home 
+4 or abroad.—Address, Electron, Post Office, Boston Spa, Yorks. 


* Send for M. Volk’s Catalogue of Telegraph | 


IMPORTANT ANNOUNCEMENT. 


ELECTRIC . 
BELLHANGERS, § FACTORS, 


AND TELEGRAPH ENGINEERS. 


On and after January ist, 1874, all Communications 


whatever for the Old Established Wholesale ELECTRIC 
HOUSE BELL Manufactory of Messrs. JOHN T. 
GENT & Co., late of Lord Street, Halifax, must in future 
be Addressed 50, FRIAR LANE, LEICESTER. 


Above 5000 of the Bells and Indicators Manufactured by us are 
now in use, and are fixed, by more than 200 Firms in the United 
Kingdom. We invite trial of our Patented Battery, requiring no 
attention whatever for twenty to twenty-four months at one time. 
Liquid used, only salt and water. Four cells sufficient ta work the 
apparatus of a large house. Are especially suited for telegraph 


work, 
Illustrated Price List Post Free to the Trade only. 


JOSEPH GILLOTT’S| | 
STEEL PENS.- 


Sold by all Dealers throu;shont the World. 


H M. CAPNER, Manufacturer of Electrical. 


Galvanic, and Philosophical Apparatus ot every De- 
scription.—20, Northampton Square, Clerkenwell E.C. 


| \‘elegraph Engineer and Contractor.— 

ARTHUR H. W. RADCLIFFE, 7, Union Street, Bir- 
mingham.—Private Lines of Telegraph Ereéted; Merchants 
Supplied with Instruments, Batteries, Tools and Stores of every 
Description. 


N OTFICE.— Messrs. O. and F. H. VARLEY, 

Telegraph Engineers and Contractors, Manufaéturers ot 
Large Induction Coils and all Electrical Apparatus, request all 
communications to be addressed to the Works during the Re- 
Building of 11, Poultry, for City Improvements.—Mildmay Park 
Works, Mildmay Avenue, Stoke Newington, N.,: | 


NOTICE OF REMOVAL.—M. 


Junior, and Co., Wholesale Import and Export Machinery 


Merchants, removed from 70 and 71, Bishopsgate Street to 108, ° 


Queen Viétoria Street, E.C., London. Always on stock, Lathes, 
Planing, Slotting, Punching, Shearing Machines, and a great 
variety of American and other Foreign Tools and Machinery. 
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This day, crown 8vo., cloth bevelled, with Diagrams, 15s., 


A MANUALS TELEGRAPH CONSTRUCTION: 


The Mechanical Elements of Electric Telegraph Engineering. 
A Handbook for Telegraph Engineers and others. 


By JOHN CHRISTIE DOUGLAS, 


East India Government Telegraph Department, Society of Telegraph Engineers, &c. 


LONDON : 


CHARLES GRIFFIN & CO. 10, STATIONERS’ 


HALL Court. 


JULIUS SAX, 
108, GREAT RUSSELL STREET, 
BLOOMSBURY, W.C. 


Telegraph, Mlagnetic, & Electrical Instrument 


Astatic Mirror Galvanometers, Resistance Coils, 
and all kinds of Testing Instruments. 


Electric, Magnetic Bells, and Indicators as applied 
to Domestic, Official, and Manufacturing purposes. 


ELECTRICAL ENGINEERS. 


WHOLESALE, RETAIL, & Export 
HIGH 


HOLBORN 


Batteries, &c., every 


Send for Catalogue, description cheaper than 
gratis any house in the trade. 
and post free Estimates given for fixing Bells in 


Houses, &c., complete. 


Why fix the old-fashioned Bells, when 
Electric Bells ave cheaper, 
neater, and less liable to get out of order. 


Our Batteries only require attention every 18 months. 
MESSRS. 


HLA. HARBOROW & H. SPAGNOLETTI, 


Electric Telegraph Engineers, 


CONTRACTORS, AND MANUFACTURERS, 
4, CIRCUS STREET, MARYLEBONE, W, 


pra 36 of Block Instruments, Single and Double Needle 
Instr hts Coils for same with Induced Needles. Lines con- 
structed and maintained. For foreign lines and hot climates, 
H. and H. S. having for a number of years made C. E. Spagno- 
letti’s Induced Coils, can spétially recommend them as less liable 
to be affected by lightning or other atmospheric changes than any 
kind made. Makers of the. ti and Partridge Electrical 
Tell-tale Clocks for Lunatic Asylums and other large establish- 
ments. The S.and P. Train Recorder. C. E. S.’s Selt-atting 
Electrical Semaphore. C. E. S.’s Repeaters for Semaphores, 
Lamps, &c. Batteries of every description. Eleétric Bells, Indi- 
cators, Thief and Fire Alarms for private houses, banks, hotels, 
warehouses, &c., &c. Lightning Conductors. All kinds of Elec- 
trical Mining Apparatus. H. and H. S. draw attention to their 
Bells, &c., adapted for mines. Models made. 
ments carried out —4, Circus Street, Marylebone, London, 


ELECTRIC BELLS. 


Specially Suitable for Laboratories, Manu- 
actories, Offices, &c. 

| A Complete Set, consisting of contineses 

action Bell on ARE stand, with case, 100 feet of insu- 

lated wire, handsome push, constant battery (one charge lasting 


twelve to eighteen months ‘without attention), and full direétions 


8, 16s. (equal to those generally charged 215.) 
EDWARD H. JONES, 


Manuracturing ELECTRICIAN, &c. 


BOHLKEN'S IMPROVED 
PATENT 
EARTH BORERS 


Are indispensable Tools for 


BORING HOLES FOR TELEGRAPH POSTS, 
— Scaffolds, Trees, Tube Wells, &c., &c. 


15. 18in. diam. 
11/6 13/6 15/6 18/- 20/- 26)- 31/- 36/- each. 
Each Borer is provided with 4 ft. Bar and Handle. 


May be had through Là ironmonger, or direct from the 
Sole Licensees, 


M, SELIG, JUNIOR, * COMPANY, 


10S, QUEEN VICTORIA ST., LONDON, E.C 
ZIMDAR’S PATENT 


Pneumatic j Bells. 


aë: = 


ci 


= 


C. E. ZIMDARS, 


28, RED LION SQUARE, HOLBORN, W. C: 

They have been supplied tothe HOUSES OF PARLIAMENT, 
the NEW POST OFFICE, LONDON, BURLINGTON 
HOUSE, the FOREIGN OFFICE, DISTRICT TELEGRAPH 
OFFICES, HOME AND COLONIAL OFFICES, INDIAN 
CIVIL ENGINEERING COLLEGE, EGHAM; Masters 
Boarding Houses, Charterhouse School, Godalming, St. Mary’s 
Rectory, Newington, Earle’s Ship Building and Engineering Com- 
pe Hull, Bishop of Nelson, New Zealand, London and County 

anks, Milton Mount College, Marlborough College Houses, 
St. Paul’s College, Stony Stratford, Merchant Seamen’s Orphan 
Asylum, Messrs. Meeking and Co., the Queen’s, Haxell’s, and 
Inns of Court Hotels, London, the Star and Garter Hotel, Rich- 
mond and the Albion Hotel, Leeds, Queen Anne’s Bounty ‘Office, 
the British Embassy, Constantinople, the Imperial Gaslight and 
Coke Company, Maresfield Reétory. 
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THE COMPLIMENTS OF THE SEASON. 
We commence the new year with a new volume, 
and in wishing our readers all the compliments of 
the season we trust they will reciprocate that 


feeling by wishing us continued success in the pub- 


lication of this Journal. That there is a large 
field for a technical periodical like this is not only 
evident from the wide and extensive range of tele- 
graphic enterprise, but from the marvellous success 
of the Society of Telegraph Engineers. In three 
years that Society has sprung from a small coterie 
to a large and influential body of over 600 members, 
embracing all our leading electricians and tele- 
graphists. Its past President is the first English 
Electrician of the day; its present President is the 
first Telegraph Engineer; its Council is composed 
of our leading men in the profession ; its Members 
are spread over the whole face of the Globe, and 
its Proceedings form probably the most valuable 
records that have ever been published on telegraphic 
and kindred subjects. Though telegraphists are 
knitted together by wires which render them inde- 
pendent of the geographical resistance of seas, 
mountains, and rivers, and they are practically in- 
dependent of space, nevertheless these bonds of 
communication are beyond their reach for purposes 
of instruction, discussion, and investigation. This 
can only be done by the time-honoured post. It is 
this function which this Journal is especially de- 
signed to fulfil. Its pages will contain contempo- 
rary history of all that is going on and being 
done in different countries. Elementary papers on 
various points connected with the technical branch 
of the profession will be continued; its coltimns 
will be open to discussion, and will form a medium 
for enquiry and investigation. The Society of 
Telegraph Engineers is the proper receptacle for 
original communications upon the results of inves- 
tigation and research. It is hoped that the 
Members of that Society and the readers of this 
Journal will not fail to make use of those observant 


and reasoning powers with which they have been 
blessed to advance their profession and improve 
their own knowledge, by adding some little mite to 
the general stock of Telegraphic Science. The 
advance of Science is made by slow and short 
steps, such steps being the result of observation 
tested by experiment and confirmed by reason. If 
its progress were dependent upon one or two 
thoughtful observers its rate of progress would be 
slow indeed; but if the observers be multiplied 
and scattered, and if their observations be recorded 
and distributed, then its rate of progress will be 
considerably expedited. This, in fact, is the reason 
why Telegraphic Science has made such giant 


strides, and it is to continue this good work that © 


our little Journal is framed into another volume 
and is launched into another year. | 


TELEGRAPHY IN 1874. 
Or the progress of telegraphy in 1874 the prin- 
cipal portion appears to be that of the various 
Submarine Extensions, which have not only been 
numerous, but also important; South America 
having beex brought into almost direct communi- 
cation with Great Britain during the year. 

In 1873 the section of the Brazilian Company’s 
system from Lisbon to Madeira was partially laid, 
but, owing to the appearance of a fault, the work 
was stopped until the present year. On the com- 
pletion of the section between Madeira and St. 


Vincent—a length of 1200 nautical miles—the. 


broken cable off Madeira was recovered, and 
communication thus was established between 
Lisbon and St. Vincent. Subsequently the section 
between St. Vincent and Pernambuco—1845 nauti- 
cal miles—was completed, and thus, by means of 
the Eastern Company’s cable from Lisbon, was the 
Brazils brought into direct telegraphic communica- 
tion with the United Kingdom. Consequently, 
upon tie laying of the various cables belonging to 
the Western and Brazilian, the Central American, 
and others, communication was opened up between 
a on the North and the River Plate on the 

outh. 

The Anglo-American Company succeeded in 
laying a fifth cable across the Atlantic, by means 
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of the cable left from last year, and a subsequent 
addition of 1100 miles of new cable. The Great 
Eastern was occupied in the work, and difficulties 
were encountered, as the weather was most severe. 
It is difficult to understand the operations of the 
Company, for they have gone to the expense of 
laying an entirely new cable, whilst they appear to 
abandon an existing cable (1865) which has been 
broken down. 

An attempt has been made, by an opposition 
Company, to lay a separate and independent cable 
across the Atlantic. This has so far. succeeded 
that the cable has been submerged across to within 
a short distance of Newfoundland, and there buoyed. 
It appears, however, to have a fault in it. Bad 
weather has for some weeks prevented any opera- 
tion, so that the Direct United States Company have 
been unable to complete their communication during 
the present year. | | | 

Cables have been laid during the year between 
Jamaica and Porto Rico, and another short West 
Indian section, also between Constantinople and 
Odessa, between Zante and Otranto, and between 
Barcelona and Marseilles. The amount of mileage 
added to the submarine system has been very great, 
excceding that of any previous year. | 

Accidents have been not infrequent, both at home 
and abroad, but from the rapidity of the repairs— 
showing the value of local repairing steamers—the 
interruptions have not extended over any great 
period. | | 

Numbers of the Post-Office cables have been 
broken, but, with the exception of the English- 
Guernsey cable (broken for the second time), all 
have been restored. In the repairs to the Irish 
cable it was noticed that the hemp and guita. percha 
had suffered very much from the appearance of 
several distinct kinds of “boring”? worms, which 
had done much damage,—especially one kind, 
which attacked and penetrated the gutta-percha to 
so great an extent that a fault had occurred. These 
worms were noticed in the Wexford, as well as in 
the Holyhead and Dublin cable. 

The Postal Telegraph Department have during 
the year introduced the Sounder as much as pos- 
sible. and it may now be definitely considered as 
the instrument of the future : its various advantages 
have at last become apparent, and in time we shall 
observe its use as wide and extended as may be 
seen in the United States. | 

The Duplex continues to advauce, and the 
Stearns’s system is rapidly becoming extended. 
The advantages derived from the system of duplex 
working have daily become more and more appa- 
rent. 

The important work of the transfer of the Postal 
Telegraph system from the old centre at Telegraph 
Street to the new. buildings in St. Martin’s Lane 
was most successfully accomplished during the first 
week of the year, reflecting the greatest possible 
credit upon those enge ged. | 


fume 


DR. GLADSTONE’S LECTURES AT THE 
R0YAL INSTITUTION. 

Dr. GLApsTOxE, IF'.R.S., Fullerian Professor of 

Chemistry, commenced, on December 2gth, a course 

of six lectures on the Voltaic Battery. Though 

they are adapted to a juvenile auditory, there can 


be no doubt that they are equally adapted to a large 
majority of our readers. We have much pleasure 
in announcing that the learned Professor has 
kindly consented to allow a verbatim report of 
these lectures to appear in these columns. The 
first lecture, on “ ‘The Cell and its Effects,” will 
appear in our next. Junior telegraphists will do 
well to follow these lectures closely, and to repeat 
the experiments described in them. There is a 
great tendency to be contented with the description 
of an experiment, but students who really desire 
to learn should never be satisfied until they 
have made the experiment for themselves. It is 
the only way to acquire a knowledge of Electricity. 


THE LATE REV. HENRY HIGHTON. 


WE have to record the very sudden decease, at his 
residence in The Cedars, Putney, of the Rev. Henry 
Highton, a gentleman long and well known in sci- 
entific, telegraphic, and scholastic circles. He was 
for many years one of the assistant masters of 


Rugby School, and afterwards for some time the. 


principal of Cheltenham College. Mr. H. Highton 
was educated at Rugby under Dr. Arnold, of whom 
he was a favourite pupil, and between whom and 
himself there existed a strong personal attachment. 
Dr. Arnold, indeed, has left it on record, in a formal 
testimonial given shortly before his lamented death, 
that Mr. H. Highton was one of the best pupils who 
ever passed through his hands. As head of the 
school, and afterwards as one of its masters, Mr. H. 
Highton attained a lasting popuiarity, and in his 
shorter career as principal of Cheltenham he se- 
cured the attachment and respect of all the senior 
pupils. As a scientific man he is associated with 
various discoveries in connection with electrical 
telegraphy, for which he more than once received a 
medal trom the Society of Arts. He took out his 
first patent as early as July, 1844, for a telegraph 
worked by static electricity and a chemical recorder. 
In 1846 he invented his well-known gold-leaf 
telegraph, which, however, was never practically 
used. A small] strip of gold leaf inserted in a glass 
tube was made to form part of the line circuit, 
and it was placed between the poles of a large per- 
manent magnet. Whenever the line currents passed 
through the gold leaf it was instantly moved to the 
right or left, according to the direction of the cur- 


rent. Its delicacy is so great that efforts have been | 


recently made to introduce it upon our long-cable 
circuits. In 1848 he took out a patent, with his 
brother Edward, for a new form of needle tele- 
graph, and various ouher modifications ; and in 1850 
the British Electric Telegraph Company was formed 


for the express purpose of working and bringing - 


into more general use the inventions of Messrs. H 


and E. Highton. He recently (1872-3) introduced 


a new form of battery, and has been engaged in 
perfecting a mode of working long submarine 
cables by means of his gold-leaf receiver, and a 
new electro-magnetic induction apparatus, by which 
the sensitiveness of telegraph instruments is consi- 
derably increased. He also, some years ago, in- 
vented and perfected a new kind of artificial stone, 
now largely used for paving and building purposes. 
Mr. H. Highton was formerly elected a Mitchell 
Fellow of Queen’s College, Oxford, after highly 
distinguishing himself in both the classical and 
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mathematical class lists of that University. He 
was a candidate for the Head Mastership of Rugby 
at the period of Dr. Hayman’s election. 


ON DIRECT AND INDIRECT 
DETERMINATION OF THE POLES IN 
MAGNETS. | 


By TH. PETRUSCHEVSKY. 

Tue author gives the name absolute pole to the 
point upon which the parallel magnetic forces are 
directed. By relative pole he means the point 
where centre the resultants of magnetic forces not 
in parallel directions. If the word pole is used by 
itself, the absolute is implied in the absence of 
direct intimation to the contrary. As the most in- 
tense magnetic forces are concentrated in two small 
spaces near the ends of the magnet, they may be 
considered as parallel in relation to an external 
point proportionally near the magnet, and exposed 
to its action. sa 

First Method for the Direct. Determination of 


the Poles—Let N O S (Fig. 1) represent the 


Fiac. I. 
0 e 


pole would be simply determined by the intersec- 
tion of the produced needle, m, with the magnet, 
NS. But the action of the S pole upon the needle, 
m, modifies the above result, and we shall now, 
instead of this disturbing action, introduce one 
equal, but opposite. For this purpose a second 
needle, m’, is introduced in the opposite direction 
to the former m, so that the one attracts the S pole 
whilst the other repels it. Both actions annul each 
other as soon as Sm = Sm’, and the magnetic 
momenta of the two needles, m and m’, are equal. 
There remains then the action of the needle m upon 
the pole N, which can be compensated by a third 
magnet, m'’, which is placed in the opposite direc- 
tion to the sesond, and for which N m’ = N ». 
We will be satisfied with three needles, and assume 
that when moved they satisfy the above-mentioned 
conditions, 2.e., that on displacement of the needle, 
m, both the others move in such a manner that 
mS remains equal to m’ S, and likewise m’ N = 
m' N. If these conditions are satisfied, we may 
limit our consideration to the action of the needle 
m.upon the pole N, and the problem is thus solved. 
The above-mentioned conditions involve that the 


Fic. 2. 


N S 


horizontal projection of a magnet, suspended from 
a point situate in the middle between N and S. 
Let the line M M' be parallel to N S, and let both 


lie in one horizontal plane. Along the line M M, 


let small magnets, perpendicular to this line, and 
at the same time horizontal, be moved. These I 
call the needles. Let us first consider the action 
of the needle m upon the pole N, in the supposition 
that the distance N m is sufficiently great to allow 
of the pole N being regarded as absolute. 

It may then be readily shown that the mutual 
action which the point N and the needle m exert 
upon each other, attains its maximum when m 
stands exactly opposite to the pole N. In any 
position whatever (Fig. 2) of the needle, n’ s’, 
its action, T, upon the pole,'N, may be expressed 
by the equation - 


T x: p (= a@ sing (a + 2 


nN? s N°. 
Pp signifies a constant depending on the intensity of 
the magnet, N 5, and of the needle; a, on the other 
hand, and B = a + y the angle C Nn’ and CN s’. 
If we now, without regarding the physical signifi- 
cation of the assumption, put y = O, the value of 
T evidently increases, so that 


nN? ~sN?)< n N° s N° 
that is on the supposition that y = O, the action of 
the needle, » s, upon the pole, N, is smaller than 
the last expression, and hence it must, a fortiori, 
be the full value of T. Let m (Fig. 1) be at 
the least distance from the pole, N. If beside 
its action there were no other, the position of the 


movements of the needles m and m” are always 
alike, but those of m and m’ are opposite in direc- 
tion. ‘The speed of motion for all three magnets 
must be equal. 

The movements required by these conditions can 
be secured by a screw which has at its two end 
equal but opposite threads. | 

The position of the needles m, m', and m”, is ar- 
ranged at first approximately, and so that the 


lies opposite to the point S, which is also approxi- 
mately determined according to the considerations 
of Coulomb. We assume, firstly, the distance of 
the point S’ from the end of the magnet at 25 to 
35 m.m., according to the size of the magnet, and 
commence thus the measurement. We determine 
first the position of the pole N, moving the system 
of needles till the greatest action is attained between 
mand N. The position of the pole S is then de- 
termined. If this latter determination deviates 
much from the assumption made at the commence- 
ment, the determination of N must be repeated, 
the position last found for $ being retained. 

After some observations made by this method, I 
gave it up, and replaced it by a more simple 
process. 

Second Method for the Direct Determination 0} 
the Poles. —Let the position of one pole, 8, be 
known; let the magnet be suspended by this pole, 
and kept in equilibrium horizontally by a counter- 
poise (Fig, 3); let a small magnet,  s, move 
in this horizontal plane, in the direction A B 
parallel to N S, whereby it remains constantly per- 
pendicular to À B. If the point of suspension of 
the magnet coincides exactly with the pole 8, the 


middle of the distance, m m’, arbitrarily selected 
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determination of the other pole, whose position we 
assume as unsymmetrical, is very simple. For this 
purpose, as in the first method, we have to find 
that position of the needle,” s, with respect to À B, 
in which its action upon the magnet, N S§, attains 
its maximum value. The point of intersection of 


Fra, 3. 
N 
fi 
; 
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the produced needle with the main magnet is then 
the pole sought for. In general, however, the 
pole S does not coincide exactly with the point of 
suspension Q, as it has been only approximately 
determined by the experiments of Coulomb ; hence 
the needle, n s, has a greater or smaller action 
also upon the shorter arm of the magnet. The 
question is now under what conditions the dis- 
placement of the needle, x s, is accompanied by 
such changes in the reciprocal action between it 
and the magnet under examination, as are exclu- 
sively produced by the action of the needle, n s, 
upon the pole, N. ) 
Let 2 L signify the distance between the poles 
N and 8. | 
+641 that between the pole S and the point 
| of approximation. ; 
D that between the lines N S and A B. 
Z that of the needle s’ n’ from the point of 
its maximum action (2.e., Z = nn’). 
i the distance between the two poles of the 
needle, s. | 
Lu action of the needle, # s, upon the pole, N, is 
then— ° 


n Nn _ coss'Ns 
n' N2 s’ N° 


D _D+1 
But as— 


s' N38 
= (D? + 2?) ands’ N5 = [(D +7)? + 4] 3, 
therefore— 
+ 
D +1 
[D + 4)? + (2L + 37° 


_ In like manner we find the momentum of torsion 
in the action of the needle, n’ s’, upon the pole S. 
If we put it = F, then | 


)eL+51 = 


| D 
D+1 
[D + + (2L + 2)°] 
Tn order that in a displacement of n’ s' the altera- 
tion of & thus produced may be greater than that 


‘of F, the condition TE > 1 must be kept in view, 
( 4 


‘since then the changes in the position of the magnet 


under examination must be chiefly ascribed to the 
action of x s upon N. | 


But now— 
dk _2L+0L 
D +7 D 
[D +) (D? +2%)§ 
D +1 D 


or, finally— 


2L+HÔL, 
L 
D +1 D 
D +1 D 


If in the last expression we insert, instead of the 
symbols, the numerical values, as experimentally 
determined, we may convince ourselves as to 
whether the condition has been fulfilled or not. 
In the latter case the values of D and Z have to be 
altered till the numbers suit the formula. To be 
finally satisfied as to the accuracy of the determi- 
nation of the position of the pole, we may proceed 
as follows :—After the one pole, eg. N, has been 
ascertained as above directed, the magnet is re- 
versed, and suspended by its N pole, whilst the 
position of the S pole is determined, The magnet 
is then again suspended by the S pole, but more 


| accurately than before, and the position of the N 


pole is once more determined. Experiment shows 
that the result of the second determination differs 
from that of the first within the limits of errors of 
observations. This method, as well as the pre- 
vious one, renders it practicable to determine the 
position of the poles even when they are not sym- 
metrically distributed. | | 

Before describing the apparatus used for deter: 
mining the poles, I will point out certain sources 
of error which may possibly occur. 

(a). The needle must, when displaced, always-be 
set vertically, both to the direction of displacement, 
R M, and to the axis of the magnet, N 8. From 


Fic. 4. 


/ 
ñn' 


R 
0 


any deviation of the needle from the perpendicular 
there results an error in the determination of the 
pole, which, however, can be eliminated by means 
of two observations —in one of these the needle lies 
the right, and in the other to the left of the mag- 
net. In Fig. 4, N 8S is the suspended magnet, 
PQ and R M two lines equidistant from and paral- 
lel with NS. Let »s be the position of the needle 
in the first observation, n’s' in the second ; further, 
let the line o N o’ pass through the N pole, and be 
perpendicular to the three parallel lines. In the 


first position the N pole falls on the one side of the 
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line o o', and in the second position on the other. 
If we assume, as is warranted by the construction 
of the apparatus, that the two directions x s and 
n' s' are parallel, it follows that if the first determi- 
nation of the pole gives a positive error, that in the 
second determination must be negative. Accord- 
ing to the one measurement the distance of the 
pole from the extremity of the magnet is R + p, 
according to the other R — p. Half the sumof the 
two = R is therefore free from the error in 
question. | 
(b). Let the needle be fixed perpendicular to its 
direction of displacement, R M (Fig. 5); let 


Fire. 5. 


N 5 


R nr TL 


this not be parallel to N S, but situate in the same 
plane with it; let m be the position of the needle 
in the case when its production touches the pole 
N; let x N not be perpendicular to N S. A re- 
moval of the needle towards n’ increases both its 
distance from the pole N and the angle S N, which 
in the position x” becomes a right angle. A move- 
ment towards n’’, on the other hand, increases the 
distance, and decreases the angle. An increase of 
the acute angle, S N n, increases the momentum of 
the action of both magnets, whilst a decrease 
of the same angle has the opposite effect. An in- 
_ crease of the distance diminishes the force with 
which the poles act upon each other, whilst a de- 
‘crease augments it. Hence it is evident that the 
maximum of action occurs in some position between 
n and x". The angle x N n’, which we will call 
_a,is equal to the deviation of the direction R M 
from parallelism with N $S. Calculation shows 
that the maximum occurs for a point n’, whose 
position in R M is thereby determined that the 
angle x Nn'=14a. A needle at this point, if suf- 
ficiently produced, meets the magnet in N , instead 
of in N, which is the true pole. The error thus 
committed can be detected by calculation as soon 
as a is known. I have, however, preferred to 


diminish a as far as possible by means of a careful | 


construction, described below. 

(c.) Suppose the magnetic and geometric axcs 
are in the same plane, but not parallel. If R M is 
placed parallel with the geometric axis, NS, the 
magnetic axis, N’ 8’, forms with R M (Fig. 6) 


Fia. 6. | 

M 


an angle 8, whose influence upon the result 
of the measuremént has been explained above. In 
order to eliminate the error arising from the want 
of coincidence of the magnetic and geometric axis, 
two observations must be made, one on each side 
of the magnet, whereby, however, both lines, R M 


and P Q, must be parallel with the geometric axis: 
NS. If in the one case the distance of the pole 
from the extremity of the magnet = /,and in the 


other case = 1’, the true distance is 


This result follows from the approximately accurate 
supposition that /=-+ q, andl’ =X — q, q stand- 
ing for the error arising from the deviation of the 
magnetic from the geometric axis. 

(d). Suppose the magnetic axis does not lie in 
the same plane with the direction of displacement 
of the needle. In this case the horizontal projection 
of the axis can be taken iuto calculation, instead of 
the axis itself. The position of the pole as found 
for the horizontal projection departs very little from 
the true position, as the angle formed by the mag- 


7. 


netic and the geometric axis is very small. If, eg. 
the distance of the poles is 200 m.m., and the angle 
of the axis 1°, then in the most unfavourable 
position of the magnetic axis, 7.e., when it falls in 
a plane perpendicular to the geometric axis, the 
position of the pole, as determined in the horizontal 
projection, only varies from the true position by 
m.m. | 3 
(e). If the needle is pointed accurately towards 
the pole, a considerable displacement of it cor- 
responds to a relatively slight change in the action 
of the needle upon the magnetic pole, and the 
position of maximum action cannot be determined 
with the accuracy desirable. To overcome this 
obstacle I make two observations, turning the 
needle alternately right and left from the supposed 
point of maximum action. Suppose at the begin- 
ning of the experiment that the needle is at the © 
point b (Fig. 8), and is now approximated to 


Fig. 8. 


a 


the position ec, where its action upon the N pole 
is greatest; without stopping at this point, I move 
the needle ‘onwards to a certain point, a, where it 
repels the N pole with the same force as in b. If 
a bis trifling in comparison with the distance be- 
tween both magnets, the middle point of the line, 
a b, may be taken as the position where the action 
of the needle is greatest. 

The accuracy of my method depends, among 
other things, upon the circumstance that the mag- 
netic axis is parallel with the direction of displace- 
ment of the needle. Hence it follows that the 
maximum action between the two magnets cannot 
be determined by the greatest deviation of the 
magnet under examination from its original posi- 
tion. Suppose the magnet is in its place before 
the needle is brought into position; the magnetic 
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axis of the former will then take the direction of 
the magnetic meridian. As soon, however, as the 
needle is fixed up, the former varies from its 
position, and the pole withdraws from the needle. 
In order to bring back the magnet to its original 
position, another magnet, which we may call the 
compensator, is approached on the side opposite to 
the needle. Suppose that the needle was at the 
point b: if it is moved from its place, the sus- 
pended magnet deviates again from the direction 
of the meridian. But if the needle is moved further, 
a new position a can be found for it, in which the 
magnet returns to the meridian. If the compen- 
sator remains hereby unmoved, the action of the 
needle upon the pole of the magnet is the same at 
a and at b. 

| | (To be continued.) 


EARTH-BORING FOR TELEGRAPH 
POLES. 
By JOHN GAVEY. 
Te usual method of digging a post-hole with the 
pick and spade requires but a brief description. A 
rectangular opening, averaging 4 feet by 2 fect, is 
made in the ground, and the earth moved uniformly 
throughout to a depth of 2 feet 6 inches, whence, 


by a step-like arrangement, the length of the hole | 
is gradually shortened, until at the bottom it does 


not exceed 1 foot. . 

The depth at which it is customary to plant 
telegraph poles may roughly be considered to vary 
from 4 feet 6 inches for a pole 24 feet long, to 
5 feet 6 inches for one 28 or 30 feet; 6 feet serving 
up to, say, 40 feet, and 7 feet for any height. 

It may be taken, as the result of experience, that 
the average number of holes which a workman will 
dig in ten hours is represented in the following 
table :— | 

No. of Holes per Day. 


Soil. _ 4ft. Oins. 5 ft. O ins, 

deep. deep. 
Digging soil... 5 4 
Hard gravel  … 4 3 to 3} 


The digging of a pole-hole 4 feet 6 inches deep 
may be said to involve the removal of 30 cubic feet 
of soil, which will represent a weight varying from 
2850 lbs. to 3600 lbs., according to the nature of the 
soil; whilst one 5 feet 6 inches deep will contain 
44 cubic feet, with a weight of 4180 lbs. to 
5280 lbs. This allows for the step-like manner in 
which such a hole is generally dug. 

_ To reduce the great amount of unnecessary 
labour here involved, the most obvious step is first 
of all to eifect a reduction in the size of the hole. 
The first instrument invented for carrying out the 
object was the ‘ Spanish spoon.” It consists of a 
circular metal disc, the chord of the arc forming a 
cutting edge. ‘The periphery of the dise was pro- 
vided with a ledge about 2 inches high, to retain 
whatever might accumulate on its surface, and the 
whole was fixed at right angles to a long handle. 

Various modifications in the form of the spoon 
have been introduced with more or less success: 
but the principle of all forms of this apparatus is 
the same, namely, loosening the soil with a suitable 
bar, and collecting and raising to the surface the 
débris thus broken away. 


* Abstract of a Paper read before the Society of Telegraph Eng:- 
neers, 


The most marked improvement in the method of 
opening holes for telegraph poles appears to have 
been the introduction of earth-borers, amongst 
which may be mentioned those invented by Spiller 
by Marshall, and by Bohlken. 

Spiller’s is but a modification, on a large scale, of 
the ordinary ship’s auger; Marshall’s and Bohlken’s 
are both constructed on the same principle, but are 
essentially different from Spiller’s. A general idea 
of their construction can be obtained from the ac- 
companying diagram of Marshall's apparatus. 


Spiller’s borer the author found to be very 
effective in sand, clay, and ordinary soil, but ill 
adapted for gravelly or stony ground. Marshall's 
borer was very effective in ordinary soil, clay, and 
gravel. 

These borers have obviously one defect: they 
cannot be worked close to a wall or a hedge, posi- 
tions where—in road telegraphy especially—it is 
frequently necessary to erect poles. ‘This difficulty 
has been overcome by fitting one of the borers with 
an ordinary ratchet handle, lightening such of the 
parts as admit of it, and replacing the long tapering 
point by a shorter one. This modified instrument 
will bore in clay and ordinary soil, but in gravel it 
only acts as a spoon, the soil having to be broken 
up with a bar. 

The advantages of these apparatus may be sum- 
marised as follows :— 


1. Speed: a number of pole-holes can be opened 
out to a given depth, with the same force of 
men, in less time than by ordinary methods. 

2. Diminution of labour in filling in. 

3. Greater solidity of the pole thus erected. 

4. Less disturbance and mixing up of the soil,— 
a point of some consequence in erecting lines 
of telegraph through private property. 

5. The advantage of being able to work in wet 


| soils without baleing or pumping. 
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Depth. 
Mins. Feet. Feet. Feet. 
3 28 — 3°6 2°0 
4 47 3°0 2°6 
8 80 — 2°6 3'0 = 7 and 8 bored for A pole, 35 mins. additional taken 
9 40 09 2°9 2:0 | up for widening both holes. 
10 58 36 2°0 (Plate broken. | 
14 63 — 29 29 | Nos. 10, 14, 16, and 18 poles, three men with sheers were 
16 63 —- 2'9 39 told off. The sheers erected for drawing borer, and, 
18 RS 2°0 3:6 \ when hole complete, used for raising pole. Work 
—— —— —— —— done entirely by them. 
466 3°9 19'9 20°6 


6. Saving of expense in sharpening and laying 
pickaxes. | 


s 


' Amongst the disadvantages may be mentioned :— 


1. Strain involved in raising the borers out of 
heavy soils, with their load of debris. 

2. The difficulty and—with inexperienced men— 
danger in rearing the pole into the hole, when 
the former is very heavy. 

3. Liability of the screw-borers to fracture, and 
additional first cost. 


After entering fully into each cf these, the author 
concludes a valuable practical paper by appending 


several interesting tables, showing results which 
_ had been obtained with the borers. From these we 


extract the one (see above) for Marshall’s 12” borer, 
which has given on the whole the most general 
satisfaction. | | 


Mr. Gavey added that he had received from Mr. 
Langdon a letter, in which the writer said that he 
considered that there was a possibility that, in some 
soils, the varying strain occasioned by the force of the 
wind might gradually work the poles out of the ground. 
Mr. Langdon suggested and described in his letter 
the addition of a semi-circular iron flange near the 
bottom of the poles, in order to secure their stability 
in the ground. He (Mr. Gavey) thought that there 
was very little danger of the poles being forced up in 
the manner described. Where the ground was suffi- 
ciently solid, the stability of a poie erected in bored 
holes would be sufficiently great to resist all ordinary 
pressures. He had that day inspected a length of line 
which was described in the paper as having been put 
up in bored holes, and he found that, although the 
line carried heavy No. 4 wires, the effect of which in 
ordinary cases was well known, not a single pole had 
moved, and not a single shilling had been spent on 
the line, although the gales of three winters had blown 
over it. That was a very good example of the stability 
of poles erected in the manner described. 

Mr. von FiscHer TRUENFELD said that, having had 
some experience with earth-borers, he wished to state 
a few disadvantages which were not mentioned in the 
paper. The paper spoke of the greater solidity of 
poles erected in bored holes ; but that supposed that 
the earth was properly rammed in. He had, however, 
found that there was a certain difficulty in ramming 
in the earth. There was always a very small space 
between the pole and the side of the hole, and in many 
cases the pole failed to be exactly in the centre, and 
hence there would be certain places where it would be 
very difficult to use the rammer. Some soils, too, as, 
for instance, wet clay, offered very great difficulties to 
the entrance of the rammer into the narrew space 
between the pole and the ground. Open spaces 
would sometimes be left against the side of the 
pole, and these would become filled up with water, 


which would tend to destroy the wood. Those 
defects were not likely to occur if the hole was 
dug in the ordinary way. The system of boring in- 
volved the use of more tools than were required in the 
ordinary process of digging, and he always thought 
that it was a disadvantage to use very many tools, 
especially in countries where long lines had to be 
erected, as in the interior of Australia or Russia. In 
the year 1863 he took out earth borers from England 
for the purpose of erecting a telegraph in the Republic 
of Paraguay, and he found that the men, who were 
very good workmen, would rather do the work without 
the borers than with them, and, in fact, he had to give 
up the use of the borers, though against his will. 


The PRESIDENT (Sir William Thomson) asked what 
tools the men objected to. 

Mr. von TRUENFELD said that he used exactly the 
same sort of borers as those which were then exhibited, 
though they were not so long. 

The PRESIDENT asked whether the men who pre- 
ferred the pickaxe and shovel were men who were in- 
experienced with the borer. 

Mr. von TRUENFELD said that the work was done by 
soldiers, as the lines were purely military ones. The . 
men were very well trained soldiers, and workmen of 
the first class. One of the reasons why they objected 
to the borers was that they had to take too many tools 
with them. The paper stated that it would be neces- 
sary always to carry a pickaxe and shovel, as there 
were certain places in which the borer could not be 
used. Consequently the number of tools would be 


large, and the men found the quantity very disagree- 


able if they had to travel many miles a day, and shift 
their tools from place to place. It was important to 
reduce all the appliances to the very smallest quantity. 
The men did the work just as quickly with the shovel. 
He never used shear-legs for erecting the wooden poles, 
as such an appliance would be an addition to the tools 
to be carried about. The men lifted the poles by hand, 
and as they were lowering them into the ground it 
often happened that a pole would knock the sides of 
the hole, and a piece of earth would tumble down be- 
fore the pole reached the bottom, and would prevent 
the pole from going to its proper depth. He had seen this 
occurrence repeatedly. He believed that earth-borers 
of smaller dimensions—for instance, about five inches 
in diameter—might be advantageously used in erecting 
provisional military field telegraphs. 


Mr. Graves said that some years ago he was under 
the impression that they might supersede the use of 
the spade and pickaxe by the introduction of mechan- 
ical means which would lessen the labour and lessen 
the quantity of earth disturbed in erecting poles; and 
so far as experimental trials went, he should have been 
justified in speaking quite as highly of the borer as 
Mr. Gavey had done, and more highly of the Spanish 
spoon. On one occasion he assembled the chief officers 
in his own division for a trial near Coventry, on soils 
of various sorts, and they compared the use of the 
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borer and the spoon with the ordinary method of 
making holes with the spade and pickaxe. It was 
found that, except in the case of rock and hard gravel, 


the borer showed a decided advantage. Its perform- 


ances were very clean; the work was done quickly; 
and it was found possible, with care and under super- 
vision, to lower the poles into the holes without diffi- 
culty. But, on the other hand, even in that instance, 
certain drawbacks developed themselves which after- 
wards proved a serious obstacle in practice. One was 
the very great labour attendant on the use of the borer. 


After a depth of two feet had been reached, every lift. 


became a series of hard continuous work to the men, 
and there was no relaxation, for the work became a 
perpetual mill-horse round, followed by a heavy lift, 
and the deeper they went the harder the work became. 
It appeared to him that, even on that ground alone, 
the borer was likely to become an unpopular instru- 
ment with the men. His experience had been that 
when they tried a test experiment under the super- 
vision of superior officers who were interested in bring- 
ing out the best theoretical result, they generally got 
something which the practical use of the same instru- 
ment by workmen under ordinary conditions, did not 
confirm. He had distributed the borer and the spoon 


’ throughout the various gangs working in parts of the 


country with which he was connected, and had asked 
for reports as to their success. During the first month 
or two the officers reported very favourably of both 
the new instruments, but, on the whole, more in fa- 
vour of the spoon than of the borer ; but he had found 
that in the course of six months, except in a few 


special instances, the whole of the novelties had quietly 


dropped out of use. They had been reported upon, 
and then ceased to be employed. In spite of the 
manifest advantages of the borer, a large space of 
ground had to be traversed while it was being used, 
and thus crops might be injured to a large extent, and 
there was a difficulty in working the instrument ex- 
cept in open spaces. A large portion of the work for 


the Post Office had to be done close to the bottoms of 


hedges; or the banks of canals, and in either instance 
it would be impossible to work the instrument. The 


Spanish spoon, so far from being abandoned, was the 


only mechanical instrument which, in his division of 
the postal service, could be said to have any vitality. 
His staff had made many modifications in the shape 
of the spvon, but the general result was that it could 
be worked in a limited space where they could not ob- 
tain room for the use of even the ordinary spade and 
pickaxe. In loam or clay, where the borer could cut 
easily, the difficulty lay in lifting the earth when cut ; 
and in those cases in which there was hard gravel or 
soft rock, the borer, for all practical purposes, hecame 


a spoon, as the soil had to be smashed first, and then 


lifted. Such a process of lifting, however, could be 
more easily and more rapidly effected by the use of 
the spoon. In erecting a road line of forty miles from 
Birmingham to Derby, he had arranged that the work 
should be done, as far as possible, with spoons; and 
amongst a gang of thirty men there were only three 
spades, and the whole of the line was erected by the 
use of the spoon, under two foremen of competent ex- 
perience, and the result was so far satisfactory that 
the cost for labour was not on the average greater than 
would have been occasioned by the use of pick and 
spade ; and there was an absolute gain in the fact that 
the earth was not removed to so great an extent. But 
beyond that he was bound to say that the economical 
gain was absolutely nil. The advantage gained in 
labour by a smaller quantity of earth having to be re- 
moved was lost by the increased labour of fixing the 
poles ; and when the poles were heavy, a large number 
of men had to be collected, at short intervals, from 
their other employments, in order to set the poles into 


the holes; and in many cases it happened that the | 


sides of the hole were broken, and the holes were half 
filled up, so that they had to be spooned out again. 
He might add that, although this result, which was so 
far satisfactory that it did not cost more than the 
erection of poles in the ordinary manner, was obtained 
by a large gang working under competent supervision, 
he did not find that it was practicable to enforce the 
use of any substitute for the spade in the the case of a 
few men working by themselves. The workmen in- 
stinctively clung to the spade, and his experience co- 
incided with that gained by Mr. von Truenfeld in 
Paraguay. He believed that neither the spoon nor 
the borer was used in his division to any appreciable 
extent. | | 

Mr. Bezz said that he thought that Mr. Gavey, in 
referring to the old method, had given rather a bad 
case as to the quantity of earth which it was necessary to 
remove. He had given a measurement of two feet, 


but he (Mr. Bell) thought that one foot six inches was — 
ample space for a man to work in. There was one — 


point upon which it was necessary to have a little in- 
formation. In the drawing of the A pole the curves 
were shown, and it was apparently assumed that the 
friction of the earth upon the pole was such that, when 
the pole was canted over under strain, the earth 
would be caused to move in. the direction vhich was 
shown. He wished to know whether that point had 
been really subjected to any test, for, unless the pole 
had a very considerable taper at the bottom, he did 
not think that the earth would have such a hold upon 
it as tu avoid its being canted over. It was, however, 
clear that, in the case of such a small base, and the 
height of the pole being so much greater in propor- 
tion, when a atrain came upon the pole one leg would 
go down slightly into the soft earth, and the other 
leg would be lifted, if there was no sill-piece or tie 
such as was shown in another diagram. He thought 


that Mr. Langdon, in his letter, had pointed out rather ~ 


a weak point, and that it was necessary to adopt some- 
thing of the kind which he had recommended, in 
order to give the poles a good hold of the soil. 

The Presipent—It seems to me that the resistance 
to tilting over in the case represented in Fig. 7 would 
depend solely upon the force -equired to pull either 
pole directly up. | 

Mr. BELL concurred, and said that it seemed that 
the resistance depended upon the friction of the earth 
against the pole. Unless there was a very consider- 
able friction, which they could scarcely imagine would 
be obtained by mere ramming, an excessive strain 
would certainly draw one foot up and depress the 
other, according to the softness of the soil. 

Mr. Burton, Director of Telegraphs in the Argentine 
Republic, said that what Mr. Truenfeld had said with 


respect to the falling down of earth was a matter of 


fact, and it would be a disadvantage either to have the 
pole higher than it ought to be in the ground, or to 
have to take the pole out of the ground in order to 
remove the earth which had fallen under it. It should 
be considered also that in other countries they were 
unable, as a rule, to obtain poles in the same form as 
we had them in England. For example, he had about 
30,000 wooden poles on his line, and out of any hun- 
dred poles it would be impossible to find five which 
were straight, and in such a case the borers would be 
practically useless. If the holes were bored of suffi- 
ciently large dimensions to receive such poles, the 
ramming down would be a matter of serious difficulty, 
and would leave cavities which would be filled up by 
water; or, if the poles were not injured in this way, 
they would get loose, and men would have to be con- 
tinually employed in putting them straight, especially 
on curved portions of the line. 

Mr. W. H. Prerce asked Mr. Burton what was the 
nature of the wood used in the Argentine Republic. 

Mr. Burton replied that, as a rule, the wood was of 
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a very hard kind. There were two kinds which were 
generally used. One was Algaroba, and the other was 
Quebracho Colorado. It was somewhat difficult for 
a man who was not well accustomed to the colour of 
the wood to distinguish between Quebracho Colorado 
and Quebracho Blanco. The Quebracho Blanco was a 
wood which would not last above one-third of the time 
the Colorado would last, and consequently any cavities 
which might be left in the ground by imperfect ram- 
ming would materially affect the durability of the 
Quebraco Blanco. 

Mr. Preece asked what the life of a pole was con- 
sidered to be in the Argentine Republic. : 
_ Mr. Burton said that, from his experience, he should 

think that, if the best kind of wood was used, the 
poles could be left for fifty years in either a perpen- 
dicular or a horizontal position, without suffering any 
deterioration whatever. The wood was so heavy that 
it could not be got in the capital of the Republic ex- 
cept to a very slight extent, as the cost of transport 
was very great, and the roads were as yet in a most 
primitive condition, and there were no railways to the 
interior. It was cheaper to use wood obtained from 
either Europe or the United States. This timber was 
abundant in the northern provinces, forming forests 
of a hundred miles or more in extent, with but small 
intervals between them. The wood itself was very 
cheap, and at the commencement of the construction 
of the telegraph the poles could be bought for about 
ten shillings each, but the proprietors, in consequence 


of the demand, had raised the price to about thirty. 


shillings a pole. He had no idea of the age of the 
_ trees from which the poles were cut. The trees grew 
along the river coast, but it was perfectly uesless to 
attempt to bring them down to Buenos Ayres, as the 
carriage by water was very expensive, and the wood 
sank if it was formed into a raft. 

The PRESIDENT asked whether they were to under- 
stand that no form of borer had been found suitable 
for telegraph work in the Argentine Republic. 


Mr. Burton replied that a borer had been used by 


one contractor, but he found it useless in consequ2nce 
of the irregular form of the tree, and, in addition, 
there was the objection of which Mr. Truenfeld had 
spoken, namely, the dislike of the men to carrying 
many tools. He (Mr. Burton) had had to dispense 
with many of the tools for maintenance which would 
be used in England and other countries where trans- 
port was easy. The men had always to go on horse- 
back, and travel very great distances every day. 

Major Mazcozm said that Mr. Truenfeld had sug- 
gested that the borers would be very useful for military 
telegraphs. He should like to ask whether that gen- 
tleman had himself tried the smaller borer for such 
work. One objection to the small borers would be 
that the V-shaped opening, being small, would get 
jammed up with stones, and the borer would have to 
be perpetually pulled up from the ground in order to 
be cleared. Another objection was that, in his ex- 
perience, he had found that, owing to some manufac- 
turing defect, the borers broke in the pipe. 

Mr. von TRUENFELD stated that the borers which he 
used in Paraguay were about five inches in diameter, and 
they were much shorter and stronger than those ex- 
hibited at the meeting. Their length was about four 
feet. He used them for boring holes about three feet 
deep, and the poles were made of a tree of a very good 
round shape. The soil in which the poles were fixed 
consisted chiefly of clay and sand. | 

Mr. Cuzzey said that three years ago he gave very 
great attention to the question of boring, for he thought, 
and indeed many others thought, that very great ad- 
vantage would arise from the use of boring tools. He 
caused tools to be sent through the country, and ex- 
periments were made in many places. After the ex- 


periments had been made for some time, he called for | 


reports,and many of the reports which he had received 
treated the question in the most practical and precise 
way. The report from Nottingham spoke of Marshall’s 
borer, and the writer said, ‘‘In clay, two men bored 
one hole, five feet six inches deep, in thirteen minutes, 
with fourteen lifts.’ This meant that the borer was 
lifted from the ground fourteen times. ‘The lifting 
was the most difficult part of the work. The borer 
was screwed four inches into the ground, and the men 
had to put their arms under the cross bar, and lift the 
tool bodily out. The report from Doncaster said, 
‘ Where the earth is loose or soft, good progress may 
be made with the borer, but where the ground is 
harder the borer becomes almost useless, and the use 
of the borer and spoons only becomes more slow than 
the ordinary process of digging. With either the spoon 
or the borer all large stones have to be broken up be- 
fore they can be drawn out, while in the ordinary way 
they are easily got out by digging.””’ He had received 
reports from Ireland, from which the general conclu- 
sion appeared to be that, where the soil was of such a 
nature that spoons could be used, such tools were very 
much to be preferred to the pick and shovel; but the 
cases were so many in which the pick and shovel must 
necessarily be used, that it seemed doubtful whether 
it was advisable to carry double sets of tools with all 
the gangs, for the pick and shovel would of course 
answer for every purpose, while the Spanish spoon 
alone would not. In Ireland the borer had not been 
tried. He had recently made enquiries throughout the 
country as to whether the use of either the borer or 
the spoon had survived, and he found that they were 
not used anywhere. There was a report from Newark 
from which it appeared that Marshall’s borer and the 
spoon were both good tools in certain grounds, but 
they both required a ‘ knack’’ or experience in work- 
ing, and that being the case, their use could be profit- 
ably brought about only where the same workmen are 
employed continuously. There was no doubt that in: 
introducing any new tool, there was an immense 
amount of vis inertie to contend with, and the borer 
and the spoon, very probably, had had to contend with — 
that disadvantage. This obstacle had impeded the in- 
troduction of pulley-blocks for straining up the wires, 
but it had at length been overcome, and now there 
was not a single wireman who would not require a set 
of pulley-blocks before he set to work. When the 
deputation from the American Western Union Com- 
pany was over in this country, he enquired of the 
general superintendent as to the use of the borer, and 
the reply was that he, at any rate, never used the pick 
and shovel at all for fixing poles. No doubt the diffi- 
culty arising from the earth being pushed down into 
the hole by the butt of the pole could be met by special 
apparatus, in the form of a tub or tube, made to fit in 
the upper part of the hole, but all such things would 
have to be carried with the men, and the same appa- 
ratus would not fit every hole, and hence there might 
be an inconvenient multiplicity of appliances. I+ did 
not appear to him that the punning up of the pole 
formed any insurmountable objection. Mr. von Tru- 
enfeld had said that there was no room in the hole for 
punning, but by using a punner with an end some- 
what curved, so as to fit the circumference of the pole, 
that difficulty was met, and they could pun very well 
in a width of two inches or two inches and a half. But 
the great difficulty, after all, in using boring tools was 
that men had to be trained in their use, while labourers 
accustomed to the use of the pick and spade could be 
met with in any part of the country, and set to work. 
directly. He hoped, however, that they would not 
give up the trial of these tools; but he must confess 
that he had very much less hope of their being ulti- 
mately successful than he had three years ago. 

Mr. GoxstonE said that some time ago he was so — 
satisfied with some experiments which had been made 
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with the borers that he gave them into the hands of a 
foreman to construct a line of poles by the side of a 
railway. The work proceeded very well while the men 
were working on level ground, but the borers were 
found to be utterly useless when they came to the side 
of any bank in which the ground had been disturbed, 
whether the bank sloped down from the line or formed 
the side of a cutting. It would be necessary, in de- 
vising borers, to make something of universal applica- 
tion, if such tools were to be successful. Railways 
were particularly interested in this question. In many 
cases banks were made of new tipping, and the soil 
was placed very lightly, so that it was difficult to fix 
poles in such places. An effective borer would save a 
great deal of trouble in such cases. 

Mr. Gavey, in reply, said that one of the objections 
which had been raised to the use of borers was the 
number of tools which the men had to carry. He 
quite admitted that, if the spade and pickaxes, anda 
variety of other tools as well as borers, would have to 
be carried, it might be necessary to abandon the use 
of the borers. But in a country like England the 
officer in charge of the line generally knew the charac- 
ter of the soil on which the line was to be erected, and 
he could act accordingly. If the use of the borer was 
inadmissible on any particular soil the holes could be 
made with other tools. A great point had been made 
as to the small space which existed between the pole 


and the ground, and the want of room for ramming. 


He had always considered that the smallness of the 


space which existed between the pole and the ground 


was one of the great advantages of a bored hole. 
Something had been said as to the use of borers 
abroad, but in dealing with the subject he had referred 
more to their use at home, where, as he had said, the 


officer in charge could use his own discretion as to the 


tools which would suit the soil. In foreign countries 


_ it might, of course, be advisable for the officers to rely 


only upon such tools as they knew could be used 


- under all circumstances. {With reference to Mr. 


Graves’s remarks, he (Mr. Gavey) was not aware 
whether Mr. Graves had used the small modified in- 
strument which was referred to in the paper as Mar- 
shall’s spoon. That was an instrument which was 
well adapted to overcome many of the objections which 
had been raised to the borer itself. It was quite true 
that, with a heavy borer, the men were unable to open 
an hole near a wall or an embankment, or in a confined 
space, but, with the small ratchet borer which he had 


referred to in the paper, that difficulty was thoroughly 


overcome. That instrument would bore very fairly in 
clay and in light soils. In heavier soils it might be 
used only as a spoon, as the soil had to be broken up; 
but it had certainly been hisopinion—and he ventured 
to say that it was his opinion still—that with that in- 
strument they could collect the soil more readily than 
they could with the Spanish spoon. With regard to 
diagram No. 7, he understood from Mr. Bell that it 
was that gentleman’s opinion that the only hold which 
the soil had on the pole was the friction between the 
surface of the pole and the soil itself. That would be 
s0 if the pole was raised vertically out of the ground 


by means of shears, but he did not think that that 


was the kind of action which would occur. Of course 
if the poles were not rigid they would bend, and under 
such circumstances they would be drawn out, and 


. would simply be held by the friction existing between 


the poles and the soil; but he scarcely thought it was 
a correct view of the case that such a condition would 


_ exist. With reference to the general use of borers he 


thought that there was, no doubt, difficulty, as had 
been said by several speakers, and one of the greatest 
objections to the use of the borer was certainly the 
difficulty in withdrawing it from the soil. Thesecond 


great objection was the difficulty in rearing the pole | 


into the hole, But those difficultics were very fairly 


met by the means which he had described, and he did 
not think that the additional weight, in the shape of 
tools that had to be carried, by adding a pair of light 
shears to each gang was worth much consideration. 
He believed that one of the causes which had led men 
to object to the use of borers was the physical strain 
which was involved in raising the instrument out of 
the ground; but if that strain was removed by some 
simple means, such as shears and a pair of blocks, the 
objections would very soon vanish. He had found no 
difficulty in getting the men to do the work with 
borers when they were provided with the means of 
avoiding the great physical strain to which they would 
be otherwise exposed. One erection of the shears 
served for the whole operation with regard to each 


pole. He had found no difficulty in lowering the pole | 


without knocking the earth from the sides of the hole, 
and so partly filling it up. But certainly any such 
contingency could be provided for by making the hole 
six or eight inches deeper than the height of the pole 
required it to be. : 

The PRESIDENT, in closing the discussion, said—I 
wish to make just one remark upon diagram No. 7. 


The disadvantage of the method in No. 6, as I under- © 


stand it, is the large quantity of loosened soil that it 
involves. The advantage it presents is the presence 
of the cross-bar, which cannot move upwards without 
dragging a large quantity of soil with it. But on re- 


ferring to diagram No. 7 I think that, notwithstanding. 


the comparatively small quantity of soil loosened in 
the process of executing it, we have an arrangement 
which could not possibly be advantageous, even with 
the addition of ratchets projecting out as in the ad- 
ditional (not numbered) diagram before us. It appears 
to me that in diagram No. 7 we have a mechanical 
arrangement devised, as it were, for the purpose of 
plucking out one or other of the poles. As the ar- 
rangement is described in the paper, it is stated that 
if the fulcrum were B, the lines of motion would be 
those shown by the full curves ; or if the fulcrum were 
p, the lines of motion would be those indicated by the 
dotted curves. Probably in the actual case the virtual 
fulcrum would be somewhere between the two—s and 
D. The line of motion then of the middle of the im- 
mersed part of the pole c would be vertically upwards. 
There would be a slight obliquity to the right in the 
motion of the upper end of the part immersed, and a 


slight obliquity to the left in the motion of the lower 


part; but those obliquities would be so slight that it 
would take a very solid surrounding to give any very 
considerable resistance to the motions. It seems to 
me that after being tried for a time by severe forces 
pulling in the direction of the arrow-head in the dia- 


gram, the left-hand pole would become loose, and . 


would then have only its own weight with which to 
give stability to the structure; and as the same thing 
might happen to the other pole by forces in the other 
direction, the whole is, in point of fact, an arrangement 
as if devised in the first place to lessen the hold of 
each pole upon the earth, and afterwards to pluck out 
one or other, according to the direction of the final 
pull. Itis easy to reckon how much stability will be 
given by weight, and I believe the virtual stability of 
this arrangement will be that of two loose poles stand- 
ing simply by their own weight. I suspect that in 
truth there would be less resistance in the case of the 
two poles rigidly connected, as shown in the diagram, 
than there would be if they were quite independent, 
with merely a loose link at the top, to give a resis- 
tance equal to the sum of the resistance of the two 
poles separately. I think it very probable that, even 
taking into account the assistance which gravity would 
give, it would be found that the particular arrange- 
ment shown in the diagram would have more power 


of resistance to a force applied at the top in a direction © 
perpendicular to the plane of the diagram than — 
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to a force in the direction shown by the arrow- 
head. 

In reply to Mr. Culley, 

The Present further said—If the force was always 
in one direction, then there would be nothing to loosen 
the pole BA. The pole B a would give its full resis- 
tance. I think that if there were forces sometimes 
in the one direction and sometimes in the other, it is 
even possible that there would be less resistance with 
the two poles than from the one alone, from the fact 
that the pole À c would get loosened by forces acting 
in the direction of the arrow-head. It seems to me 
that after both poles become loosened, the resistance 
might be less than with a single pole. If the force is 
always in one direction (as that shown by the arrow- 
head), then, with the poles loosely joined at the top, 
the resistance would be greater undoubtedly than with 
a single pele; but probably not quite so much greater 
as double. Although that is not a good arrangement, 
it would be better than the arrangement shown in the 
diagram. i think that if the poles were close side by 
side, there would be less than double the resistance of 
one pole, because the whole amount of the resistance 
of the earth that one pole would experience would be 
diminished by the presence of the other. If the two 
were placed at a considerable distance from one 
another, and if they were not coupled so as to give 
the leverage action upon which I have commented, 
then the force would still be not quite equal to the 
sum of the two because the whole force could 
be distributed exactly on the two poles in pro- 
portion to their maximum resistances. The lever- 
age action in the ordinary hammer fork for draw- 
ing nails is almost precisely the same in principle 
as that which I have indicated in this case. 
I have listened with very great interest both to 
Mr. Gavey’s paper and to the comments, and also to 
the general information with which other speakers 
have followed it up. Although it is quite clear that 
in distant countries, and in a variety of soils, and in 
circumstances in which division of labour, and minute 
subdivision of appliances are not available, the method 
of making holes by the pick and spade is that upon 
which most reliance must be placed. Still I think 
that Mr. Gavey has made out an exceedingly good 
case for the borer in a very large class of applications. 
What Mr. Culley has said with reference to the trials 
that have been made shows that there is a large 
province still left for the borer. It must be remem- 
bered that the method is comparatively new, having 
been in use only a few years; and when so much can 
be said in its favorz as Mr. Culley has said, and as has 
been brought forward in the paper, I think we must 
agree that it is a very important appliance. In a 
large district of country, over which a great many 
lines of telegraph may have to be taken, and where 


the soil is generally of a suitable character, the borer 


will be of considerable vaiue. There can be no doubt 
whatever of the figures which Mr. Gavey has put 
before us, and they show a very great increase in the 


quantity of work done by the labour of a certain 


number of men through the use of the borer in fa- 
vourable circumstances. The advantage of bringing 
forward and describing new appliances before this 
society is well illustrated by the interesting informa- 
tion and new ideas which we have received from Mr. 
Gavey himself, and the light which has been thrown 
on the subject by the different speakers. I propose a 
cordial vote of thanks to Mr. Gavcy for his paper. 


The London Stock Exchange is about to be 
placed in direct telegraphic communication with 
the Paris Bourse, and the new telegraph station in 
Paris has just been inspected by the officials of the 
Submarine Telegraph Company. 


Hotes, 


THE new Postmaster-General for the United States, 
Mr. Jewell, has himself been a practical telegrapher, 
and a successful business man. He has spent much 
time in Europe examining the working of the 
various postal systems. It will be interesting to 
observe the course he takes on the telegraph 
question, for his predecessor and President Grant 
have both urged on Congress the establishment of 
an American Postal Telegraph system. The pro- 
posal, however, met with the most strenuous and 
successful opposition. Mr. Jewell reports himself 
as opposed to having the Department go outside of 
its legitimate functions, and by inference is opposed 
to the Postal Telegraph system. 


We have much pleasure in announcing the fact 
that Messrs. Siemens have appointed Mr. F. C. 
Webb (Memb. Inst. C.E. and Soc. T.E.) to succeed 
the lamented Mr. Ricketts, in charge of the sub- _ 
mersion and repair of their cables on the South 
American coast. Mr. Webb’s experience in this 
particular branch of the profession is perhaps more 
continuous and extensive than that of any living 
engineer. | 

The Queen, who has felt the deepest sympathy 
for the sufferers by the wreck of the Za Plata, 
directed inquiries to be made after the widow of 
Capt. Dudden, the commander of the vessel. 
Under present circumstances it is impossible to 
communicate this expression of Her Majesty's 
sympathy to Mrs. Dudden. She was married less 
than twelve months ago, and has just been 
confined. The news of the loss of the ship and 
the death of her husband has hitherto been with- 
held from her, and she will not be told of them | 
until after her recovery. She will at the same time 
be informed of the admiration Her Majesty feels 
for the courage displayed by her late husband. 
The owners and charterers of the La Plata have 
expressed their intention to provide for the support 
of Mrs. Dudden, should such assistance be neces- 
sary. Capt. Palmer, of Her Majesty’s ship Fisgard, 
in reply tu a question put to him by Messrs. 
Siemens, has written as follows :—‘‘ ‘ Rope Yarn’s’ 
letter in Zhe Times of December 12 is utterly false 
with regard to any remark of mine. I never saw 
the La Plata to my recollection, and am not, there- 
fore, likely to have made any remark on her state.” 
Moreover, the La Plata never passed the Fisgard 
at all. Messrs. Siemens Brothers state that the 
dead-weight capacity of the La Plata was 1656 tons, 
and that she had taken on board 184 nautical miles 
of cable, weighing 765 tons when wet, besides land 
line materials, 79 tons; buoys, .chains, ropes, &c., 
55 tons; and machinery, 36 tons; making a total 
of 935 tons, thus leaving a capacity for coal of 
721 tons. They add that—although it would have 
been greatly to their advantage to save both the 
delay and the expense involved in coaling at foreign 
stations, only 266 tons of these 721 tons of coal 
were placed on board,—the amount, according to 
Capt. Dudden’s opinion, calculated to put the ship 
in the best possible trim for a voyage during rough 
weather across the Bay of Biscay. 

Upwards of 1200 telegrams, or an average of 
more than 200 a day, were disposed of in the 
travelling telegraph office which was stationed in 
the centre of the Agricultural Hall during the 


4 ! 
| 
| 
+. 
À 
| 
| 
| 
| 
+18 
| 
Ve 
$ 
7 
| 
| 
# 
| 
L 4 


12 | THE TELEGRAPHIO JOURNAL. 


[| January 1, 1875. 


recent Smithfield Club Cattle Show. On two 
successive days upwards of 250 telegrams were 
forwarded and received, and the total number dealt 
with in the week represents one telegram for every 
hundred persons who visited the Show. As many 
as 5000 letters and newspapers were also posted at 
and delivered from this office during the week. 
The Te van is one of the most useful and 
successful introductions of Mr. Scudamore. 


Telegraphists must have seen with pleasure the 
effective. aid which telegraphy has given to those 
astronomers who have undertaken to observe the 
transit of Venus. Practically the whole earth has 
been made one huge observatory. By its means 
stations have been selected, longitudes determined, 
results recorded, and we now know exactly where 
success has been obtained and where failure has 
attended the zealous observers. The telegraph has 
enabled the world of Science to congratulate itself 
upon a grand triumph. : 


Glectrical Science in English and foreign 
doutnals. 


Comptes Rendus Hebdomadaires des Séances del’ Academie 
des Sciences, Vol. Ixxix., No.21. November 23, 1874. 


On Fresh Improvements upon Magneto-Electric Ma- 
chines.—Z. T. Gramme.—Compared with his model of 
1872 his new model for this year possesses many ad- 
vantages. This galvanoplastic machine has now only 
one central ‘ring instead of two, and two bar electro- 
magnets instead of four. Its weight is 177 kilogrms., 
that of the copper ring and the electro-magnet bars 
being 47 kilogrms. The dimensions are—o'55 m. wide, 
0‘60 m. high. In comparison with his 1872 model 
this last one possesses the following advantages :— 
(1.) Half the size. (2.) Three-quarters the weight. 
(3.) The copper used in its construction reduced to 
three-quarters. (4.) The motive force necessary to 
work it is much reduced. These improvements are 
obtained by the suppression of the exciting bobbin; 
by putting the electro-magnet in the circuit itself of 
the current; by a better arrangement of the copper 
portions of the electro-magnet bars; and by a slight 
increase of speed. ‘The electro-magnet sctting, 
which I used to make with round wire, is now formed 
of a band of thin copper half the width of a bar 
magnet. The arrangement of putting the electro- 
magnet in the circuit has given rise to a change of 
pole, which I have been obliged to cancel. When the 
machines are in motion, and the circuit closed by me- 
tallic baths, the poles remain the same; but as soon 
as a catch or a stoppage takes place, accidentally or 
by design, the poles change, so that if the machine be 
again put in motion without re-arranging the con- 
ductors an inverse ‘work will be performed. For 
example, instead of silver-plating the objects for the 
bath, they will be unsilvered. To obviate this incon- 
venience I cause the current to be cut off automatically 
as soon as the machine slackens, and thus avoid se- 
condary currents, which alone occasion these polar 
reversals. Similar improvements in construction, and 
very considerable reductions in weight and size, have 
also been effected in electro-magnetic lighting ma- 
chines, whether for lighting gas-lights or lighthouses.” 

No. 22. November 30, 1874. 

Quite void of any papers touching on electrical, 

magnetic, or telegraphic subjects. 


Les Mondes. Vol. xxxv., No. 13. November 26, 1874. 


The Pneumatic Telegraph : a Way to Discover where 
Carriers are when Stopped in the Tube.—M. Pouchet, 


in the Revue Scientifique du Siecle, says :—Although 
this accident is exceedingly rare, yet the possibility of 
its happening at all necessitates the discovery of a 
ready means for localising the position of the arrested 
carrier. The method hitherto employed has not given 
good results. It is to apply to the mouth of the pneu- 
matic tube a receptacle full of compressed air of a 
known pressure, which is allowed to enter the tube. 
The resultant pressure in the receptacle and the tube 
as far as the arrested carrier furnishes datum to esti- 
mate the carrier’s distance. The distances so mea- 
sured have not even been approximately correct, 
M. Ch. Bontemps adopts another method based on the, 
law of the propagation of sound-waves in pipes. He 
fits to the mouth of the pneumatic tube a kind of 
drum,—an instrument furnished with an elastic mem- 
brane whose inflations or depressions are automatically 
registered upon a revolving cylinder. A diapason 
likewise traces, upon the same cylinder, seconds and 
fractions of asecond. The under part of the mem- 


brane is set in motion by an explosicn, say that of a — 


pistol. The blow raises the membrane, and its up- 
ward motion is at once registered. The wave speeds 
onwards along the tube with the speed of 330 metres 


reflected back to the membrane, and a second motion 
is registered. It now only remains to calculate the 
exact time between the two registers, representing 
twice the time the wave takes to traverse the distance 
from the tube’s mouth to the obstacle. This arrange- 
ment is said to be so exact that the possible error 
does not exceed 2 metres. 


Nos. 14 and 15. December 3 and 10, 1874. 


Nothing is published in these numbers suited to our 
readers, except what we have already translated from 
other scientific journals. 

Bulletin de la Société ad’ Encouragement pour l’ Industrie 
Nationale. December, 1874. 

Description of MM. Voisin and Dronier’s Electro- 

Catalytic Lamp-Lighter.—A full description of this 


apparatus was sent to us by the Count du Moncel, and | 


appeared in our number for last Junc, page 225. 
Annales Telegraphiques. Third Series. 

This is the reappearance of an old and well-known 
serial. The first numbers were issued in 1855, by the 
late M. Emile Saigey, then Inspector of the telegraph 
lines, and after a short life of eight months the publi- 
cation was discontinued. In 1858 it was resuscitated, 
under the superintendence of a Committee, soon to 
sufier another interruption towards the end of 1865. 
For the third time the publication is now re-com- 
menced as a third series. 


To Gorresvondents. 


Mr. CHARLES DL. SHAR?E's communication respecting the inven- 
tion of the Electric Telegraph is not in such a form as to enable us 
to publish it His statements must be supported by printed and 


published cvidence. 
SUBSCRIPTIONS. 


Gentlemen desiring to subscribe and receive this paper regularly, 
are requested to send a remittance to the Office at Boy Court, 
Ludgate Hill, London, E.C., for gs., if residing in the United 
Kiugdom ; if in Africa, Australia, Belgium, Brazil, Canada, Egypt, 
France, Gibra'tar, Jamaica, Malta, Mexico, Monte Video, Natai, 
New Zealand, Sweden, United States, India, West Indies—10s. 
if in Austria, Ceylon, China, Holland, Italy, Japan, Portugal, 
Germany, South Ainerica (West Coast), Spain, Switzerland, Turkey, 
Valparaiso—12s.; if in Russia, 14s. 


Copies of the journal may be obtained through newspaper agents 
in every part of the world. Should any difficulty arise in procuring 
copies, direct communication with the PUBLISHER is requested. 

Cheques and Post Office Orders to be made payable to HENRY 
| GILLMAN, and to be crossed “ London and County Bank.” 

Vol. I., 98. 6d.; Vol. IT., 108. 6d. 
ALL SUBSCRIPTIONS PAYABLE IN ADVANCE. 


a second, and strikes against the obstacle; thence it is — 
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~HOMEFRAY & COM PANY, 


7, GREAT WINCHESTER STREET BUILDINGS, LONDON, E.C: 


PATENTEES AND PROPRIETORS OF PATENTS FOR 


IMPROVED PNEUMATIC AND MECHANICAL STEERING AND ENGINE ROOM 


Indicatér. 
Order House 
or Cabin Indi- 


cator with Bell. 


FOR SHIPS, MECHANICAL TELEGRAPHS, 


"We beg to call especial attention to these Instruments, in the price of which we have lately effected a considerab 
reduction ; they are the most perfect and reliable instruments yet introduced. 


TELEGRAPHS FOR SHIPS. 


__ Also for Ships’ Cabins, Houses, Warehouses, Docks, Mines, Coal-Pits, Bahwaye, &c. 
FOR SHIPS, PNEUMATIC TELEGRAPHS FOR LONG DISTANCES, 


Simple and effective, not affected by change of temperature, therefore requiring no Adjustinents 


FOR HOUSES, SHIPS’ CABINS, OFFICES, &c., &c. 
PNEUMATIC SIGNALS AND BELLS, 


hb Far superior to the EleCtric—no defective insulation—no maintenance of baiteeibe-—<an that when once 
mia fitted no further attention is required; the annoyances arising from slack and broken wires so common 
in the usual crank and wire system, are in this unknown. 


PATENT. 


NOTE —Although the proprietors of patents other than our own, we beg to state that the Patentees are innowa 
» connected with us, or in any way interested in the sale of our manufactures; further the material and nu. 
of our instruments can be relied upon as of the very best description. 


Call Bell. 


* _ PRICE LISTS AND FULL PARTICULARS AS ABOVE. 


TAYLOR AND ROBERTS, 
MICROSCOPE AND PHILOSOPHICAL INSTRUMENT 


MANUFACTURERS, 
(Many years with W. LADD), 


21, CHARLES STREET, HATTON GARDEN, E.C., 


Near Farringdon Station. 


INDUCTION COILS, EXPLODERS, ELECTRIC LAMPS, BATTERIES, &e. 
EXPERIMENTAL WORK AND 


MODELS OF INVENTIONS MADE TO ORDER. 


HORATIO 
PHILOSOPHICAL 


YEATES, 


INSTRUMENT MAKER, 


HAS REMOVED TO 


33, KING STREET, 


LONDON, 


COVENT GARDEN, 
W.C. 


INDUCTION AND MEDICAL COILS, BATTERIES, GALVANOMETERS, PLATINUM, 
| CARBON, AND ZINC PLATES, COVERED WIRE, 6¢., Gc. 


EXPERIMENTAL WORK EXECUTED BY EXPERIENCED HANDS. 


THE | 
QUARTERLY JOURNAL or SCIENCE. 


Edited by WILLIAM CROOKES, F.R.S., &c. 


Now ready, No. XLV., fanuary, 1875, price §s. 
CONTENTS. 
I. The Illnminated Disc ofthe Moon. By Lieut.-Col. Drayson, 
R.A., F.R.A.S. 
II. Railway Accidents. By F. C. Danvers, Assoc. Inst. C.E. 
III, Human Levitation. 


IV. The Boundary between Man and the Lower Animals. 

V. Science —Her Claims, Position, and Duties. 

VI. The Speétroscope in its Application to Mint Assaying. By 
Alexander E. Outerbridge, jun. 


Notices of Scientific Wor, Progress of the Various Sciences, 


London: 3, Horse-Shoe Court, Ludgate Hill, E.C, 


THE CHEMICAL NEWS 


Edited by WILLIAM CROOKES, F.R.S., &c. 


Every Friday, Price 4d. Annual Subscription, /1. 
In addition to articles on Scientific and Applied 


| Chemistry, and the various branches of Physical 
Science, this Journal contains an encyclopedic list of 


chemical papers published abroad during the previcus 
week, with abstracts of all susceptible of advantageous 
abiidgment, thus making the two half-yearly volumes, 
with their copious indices, equivalent to an English 


edition of the ‘‘ Jahresberichte.” 


Lonpon : Boy Court, LUDGATE E.C. 
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¢ TELEGRAPHIC JOURNAL ALMANACK 
FOR 1879, 


WITH MAP OF THE WORLD, SHOWING THE CABLES ALREADY 


LAID AND THOSE IN COURSE OF CONSTRUCTION. 


Unmounted Copies, 8d. Mounted, and folded, 2s., post free. 
Mounted on Rollers and Varnished, 2s. ; carriage extra. 


This Almanack contains information respecting the Submarine Companies, the Post Office Telegraphs, | 


Telegraphs of the Railway Companies, Tables, Notes, &c., for Construction, Repair, and Testing of Lines, &c. 


«The Publisher of the ‘ Telegraphic Journal’ has prepared for 1875 a sheet almanack with a large quantity of information 
respecting telegraph lines all over the world. The matter is rendered all the clearer by a chart, on a good scale, which shows dis- 
tinétly every place between which there exists electric communication.”—Standard. sé 


LONDON : HENRY GILLMAN, BOY COURT, LUDGATE HILL, E.C. 


TO TELEGRAPH OPERATORS, AMATEURS, AND STUDENTS. 


WESSMANN'S 


“Pocket” Telegraph, or “Snapper” Sounder, 


Price, with full Instructions, 1s., free by Post xs. 1d. 


From “THE TIMES” of October 5th, 1874. 


“In Americait is said that persons hold conversations on Change, and in railway carriages and omnibuses, 
by means of the ‘ Snapper,’ while almost every telegraph clerk carries one in his pocket. The writer can 
converse fluently, at the rate of about twenty-five words per minute, with his pocket telegraph, although 
it has already drawn towards him the suspicion of harbouring crickets about his person, and of being 
in league with Dr. Lynn. Telegraph clerks are sometimes in the habit of speaking with each other 
with their feet and hands, and sometimes even by winking their eyes and chattering their teeth, to 
imitate the signs of the different forms of needle and printing instruments. The ‘Snarrrr’ will place 
a less clumsy instrument in their hands for the purposes of ordinary conversation, although if its use 
becomes as common in this country as it is said to be in America telegraphy will soon cease to be an 
‘art’ among us. For the purposes of instruction and practice, however, the ‘ SNAPPER’ may be found a 
useful adjunct to the real apparatus, more especially as it is understood to be the desire of the Post- 
Office Authorities to extend the use of the ‘ Morse SounDER’ in this country as rapidly as possible.” 


From the “TELEGRAPHIC JOURNAL” of Nov. 15, 1874. 


“THE advantages of acoustic reading in telegraphy have now come to be so generally recognised 
that anything which tends to facilitate its acquirement will be readily welcomed. Hitherto the only 
means at the disposal of learners who were desirous of qualifying themselves in this branch of their 
work have been simply to practise at an ordinary Morse instrument. Now, however, by the invention 
of Mr. Wessmann, an American, the real difficulty in the way of acquiring a knowledge of reading b 
sound has been surmounted, and an instrument within the reach of every telegraph clerk does all that 
is required cf it as well as the Morse would do. The essential principle of the “ Snapper” Sounder— 
for so the miniature apparatus is named—is a steel spring, about an inch in length, indented at the 
middle by a smart blow or two from a hammer. This spring when depressed emits a clear sound, 
followed by another equally clear on its being allowed to resume its normal position. These sounds 
correspond to the down and up strokes of the armature of an ordinary sounder ; and as sound reading 
depends entirely upon the duration of sound, the “dots” and “dashes” are formed according to the 
interval which is allowed to elapse betwixt these successive snaps,—in other words, according to the 
time that the steel spring is kept depressed. These little instruments will be of the greatest service to 
the telegraph clerks throughout the country, more especially as we understand that the Postal Telegraph 
Department is rapidly extending the use of Sounders by converting all the inking circuits to Sounders, 
and rendering a good knowledge of reading by sound a sine qua non of promotion. In America they 
have been largely taken up, not merely by those cennected with telegraphy, but by the outside public as 
well, many of whom have qualified themselves to keep up a conversation with each other by means of 


them.” 
ALABASTER & CO. 


Importers and Exporters of Scientific Apparatus and Books, 
s7, LUDGATE HILL, LONDON, E.C. 
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UPRIGHT MAGNETIC MACHINE, 
So used by the Medical 
EleGrical, Galvanic, Magnetic, Chemical, Fhotograptile, and 
| ‘Pneumatic Apparatus. 


è 


in this country as rapidly as | the inking cireuits to * Sounders’. 


Exporters of Scientific : Books, 
57, EUDGATE HILL, LONDON, E.C. à 


This Instrument, is well: and a ‘Clear. loud ei is capable of working | 
line from 100 to several miles in length. 
Two ‘Sets of Instruments, with Batteries, Chemicals, Connecting Wires, and Instructic 
"Additional Celts, where Extra Battery Power is required, 4s. 6d. each. 


Bobbins’ of yards, 38.5 50 yards, 58.; 100 yards and ui 
ie | ORDERS SHOULD BE ACCOMPANIED WITH REMITTANCE, 


“It is to. de the. desire of the Post | “ The Postal Telegraph à as rapid 
| Office authorities: to extend the use of the «Morse ‘|: extending the use of *Sounders, by converting « 


xd. “per 


October 5 JOURNAL, November 15. 
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_ ALABASTER. & co. LUDGATE HILL, LONDON, EC 


& 


Ele@ric Belle and Indicators of every Description | 
For Hotels, Warehousen; Manufaétories, Mines and and 


ASTON ‘STREET, BIRMINGHAM. 
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Bands, Caps; Anklets, Friction Gloves, &c., &c., for 


ve oct are Sowerby Magnetic, and supply gentle and continuous currents of ELECTRICITY. ‘without the 
aid of batteries, chains, or acids. They are Worn over the underclothing, require no preparation, give no 


the: most delicate Invalids. 


the genuineness of “ The Magneticon.” Their reasons for testifying to the great curative properties of our Magnetic Appliances are 
fs erived either from their own experience, or from their knowledge of the benefit which others have received :— 


The Rev. Knox, M.A.; Rector of Shobrooke, Devon. ss Louise Home,” Woodhouse. Wanstead. 


Woedlord, Esq., M: D. House, Ventnor. ‘Arthur S Medwin, Esq., 28, George Street, Euston Square, 
Charles Lowder, Esq., MD. R yde. 
Thomas J. Cottle, Esq.; M. RC. = and L.S.A. Cheltenham - pw. Johnson, Esq., Royal Hotel, Ventnor, Isle of Wi it. 


4 ne Rev. A. Morton Brown, LL. D, Minister of the Congre- | Mt. Maunder, Station Master, London and South Western Rail. 


_gationat Church, Cheltenham. way, Yeovil. 

re LC. W. Hodson, 25, Priory Street, Cheltenham W W. J. Harmer,. Editor, Stratford 

enry Hopkins, Esq., M'A, F.C. formerly Principal of Mrs. Boden, ‘Princess Louise Home, Woodhouse, 
Summer Hill School, Birmingham, and author ot ae ‘Mrs. , Giniver, Kingsdown Orphan Home, 12, Kingsdown Road, 


Bee Educational works. t Holloway, London. 

The Rev. R. Williamson, The Manse Waltham AbbEe. Je ane Sansom, 28, New Broad Street, London, E.C. 

r. C. S. M. Lockhart; M.B.A.A «author of the À Me-| Mr, ichard Ch The Dispensary, Exeter, 
of Walter Scott. For additions Names, see Pamphlet. 


“Sole M anufacturer’ s of Wetton’s PATEN re MA GN ETI CON, 


; | UPPER BAKER STREET, PORTMAN SQUARE, LONDON. 


. (NEAR THE RAILWAY STATION.) 


fur articulars of “ The Magneticon,” may be had on application, or will be forwarded post free. 


MARSHALL S 
PATENT. EARTH. BORING APPARATUS. 


the: most praëical and use 
ful implement in the 


equal to 60 per cent, and en- 
_sures a greater firmness and 


Those whose names and are appended have kindly us permission to publish the same, asa of 


ne — er dd Palmer, Dorney House, Windsor. ae The Rev. J.B. Talbot; Secretary and Founder of “ The Princess ; 


Effeds a an economy of labour 


| Magnetic Belts, Cine Invigorators, Chest Throat 


RHEUMA’ ISM DROPSY GENERAL DEBILITY “NERVOUSNESS 

NEURAL | GROUP LOSS OF VOICE" PARALYSIS 
GOUT. SPINAL WEAKNESS ASTHMA LIVER AND KIDNEY 
CIATICA ‘| INDIGESTION EPILEPSY. 


and génerate sores. Little or no sensation is experienced, unless it be the glow Ofrelurning health, 
ind experience has proved that the be: worn with much Denese and perfect by 


4 € Hiustratéd Pi numerous Testimonials; a Lecture on Maguetism and Health, by and 
The Magnetic ee : a Record of Curative Electric Science and J ournal of Health, Écrans by ‘Wetton and Co., will, oe 


of Telegraph Lines, : 

Posts, Scaffold - Poles, The. stability to the fixture than can 

Staffs, Marquées, Booths, pat- possibly be any 

This has been with fall par 

used last and price list, 

few years in England and 

abroad with the most satis- 
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LONDON: HENRY GILLMAN, BOY COURT. LUDGATE HILL, EC. 


New York : D. Van Nosrranp, 23, Murray Street and 27, Warren Street, 


Librarie Etrangère, 22, Rue de la Banque. BERLIN : À. & 


Paris : 


Madame Veuve J. 
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MANUFACTORY 


MANUFACTORY: BURLINGTON STEAM SAVILE ROW 
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18, NEW BOND | 
= | JEWELLER, SILVERSMITH, AND WATCHMAKER | || 

 ENGLISE LEVER KEYLESS WATOER: | 

High-class time keeping and durability combined with economy, 

+ For Prices, SEE fararoeus OST FREE FOR |. 
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or humid atmosphere. 


with a Cistern eds July, 1866, November, 


This is a 


| Read Wa: its and Purifications,” pice post, 2d. 


“BROOKS PATEN 


INSULATOR. 
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The of this improvement in the of lines are It is not res 


and. As a result of this quality (perfect insulation) large and expensive wire … 
_ Cônduétors are avoided: For circuits less than 300 miles in length, a wire of No. 11 or 12 B.W.G.is 


sufficient. : For circuits varying from 300 to 500 miles, a No. 10 answers ; and from 500 to 1000 miles, a 


No. 9--or 4 millimetres diameter—wire answers all the purposes of the larger and more expensive conductors. ; 7 
‘srd. Lines insulated with this Insulator are not affected indudtively,—a desirable quality where the double — : 


transmission system is employed. 4th. These Insulators protect the posts from the effets of atmospheric 


} discharges. ‘5th. They are not injured by missiles, 6th. afford a and secure 6 for the | 
| -wire conductors. ~The foregoing 


DAVID BROOKS, South 21st Street, Philadelphia, v. A. 


SIEMENS BROS., 12, Queen Anne’s Gate, London, SW. 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 


on 1st and 15th of each month. Price 4d.; Subscription, Qs. per annum 
| tee Handsomely bound in cloth, gilt, Vol. I. de. 68. ; Vol. II., ros. 6d. — 


_ LONDON : HENRY GILLMAN, BOY LUDGATE HILL, EC. 


2 London & General Water Purif | vi ing coger 


PATENT CISTERN FILTERS CHARGED SOLELY WITH ANIMAL CHARCOAL. 
‘Requiring, when once fixed, no attention whatever.. 


"Shige Cistern, hited: And Superior to all others. Vide Professor Frankland’s Reports to the Re istrar General, . 
1867, and ember 1870. The Lancet, January 12, 1 à M 
‘monials from. Dr. Hassall, r 23,. Letheby, ebruary 

December, 1872. 


Price £1 tos. and upwards. PORTABLE TIRTEES on this System, £158. to £3. 


Patronised and used by Her es + d the Queen, at Osborne; by H.R.H. the Prince of. 

Wales, at Sandringham ; by H the Duke of Cambridge, the lite of the Medical Pro- 

fession, and-at the London, St. George’s, Fever, and German Hospitals, and various 
Lunatic Asylums, Institutions, Breweries, &c. 


POCKET FILTERS, 48. 8d. and 6s. each. : HOUSEHOLD and FANCY 
FILTERS, from 128. 6d. 


wasn TESTING APPARATUS FOR DETECTING THE IMPURITIES IN ‘WATER, 108. 6d. ed. 218. ‘each. 
Danchell’s si sien Apparatus for Discovering the Presence of Im urities in Water ” is amost convenient and portable one.—Vide | 


Dyke on the Preliminary Duties of Health Offcers. 


handy case for the Study Table or Carpet Bag. It contains the Chief Chemical Tests fis Qualitative Water Analysis, 
ad of use by medical and other men who may have occasion to ascertain in a ready manner whether any of gr more 
actual impurities are present or not in water.—Vide the Medical Record, January 29, 1873. 


157, STRAND, W.C. (four doors from Somerset House), LONDON. 
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